Health Services Department 

TENDER NOTICES 

a) 

No. A2-2433/2008/ICHG. 28th January 2002. 

Sealed tenders .".re invited for the supply of 
New Born warmer with Servo control—2 No*, for 
the use in ICH, Kottayam. The tenders should 
lie superscribed tender. No., date and 
addressed to the Supe rintendent, Institute of Child 
Health, Gandhinagar, Kottayam. Tender form 
can be had from the office of the undersigned on 
all working days on written request and payment 
in cash. M. O., Cheque, Dr:Tt etc. not 

be accepted. 

E.M.D.—1 % of the quoted value. 

Cost of tender form : 

Original—Rs. 130 -f Tax. 

Duplicate—Rs. 100 -J- Tax, 

Last date and time of sale of tender form — 

25- 2-2009, 3 p.m. 

Last date and time of receipt of tender form— 

26- 2-2009, 1 p.m. 

Date and time of opening of tender —26-2-200T., 
2 p.m. 

All other Government rules regarding tender :u*c 
applicable to tliis tender also. 

6>*au'l«9*rci OA>aeR u 

•rf%osjoJt(Wlo»deejAffl 0 oauAnajo <a>6nft(iis3coiu>° 
c6ruo«A oofuilcffioio" oidAijiA—-2 

oiotoomownm" ix^[awr*a 6v-uco> 0 <ni aA«o«rr»)£<fl.oo 
•fhufiroTojjf.vfcOiSA'm^. 

(tos^oo b»ojco)"m d^oinlm^ 
omuA, (Tujla^'laxj^rrri enTroirm 1 njjmVIoi 

gvvtoA a inoo* m^l-visnc'tonto 
(w&an'ftni'lal rolcm^. <3r»a-> lAairo iroS 

OJ6TT)-. ■-» i<o>!0& 3 tttfolaiora r'leiaMt^mvmosm 1 . 

6»aj€9o', icu)}rtO“oo 0 a)^a>GJ3CQ>aj aujlAtolitK^oniwgy . 

(«*s«»rt c^oooflmnnoolo ojIoj oroj •Q.'H&sro'uoMei^.. 
<rn')»1«a«(b pjaT^e^cnvwgy.) aj^AgjflaDO'W 

isdoI <vj£«o,^so6V3> mlraoo'i 
cm^iojfirolo)" rawwlAa.oai^rre 1 . 
asersA ciUfflAjvjT^orruoo* aacxa®) oi*l»*i<n>y.v* 
<rac»3.o<o a mlmflntaai^ffloaiiu 50 (O^jn^as 8u,n>g 
ajilSjytroinwnloft cwo^ cnooiWaop.il*. n®t</>lacco*o v 
mi^tftJSnelfnrAo a.-tnolrft crofflAjvj1a<ow6r®(B>? i 7i3efT) v . 

6>s«mA onosrutwjiTarflo ojIgj ; 

j 150 + co.’Aiiml. 
oMWi-vJ—rt>^oJ JOO -j- Oll«>JOl1. 

Ots«bA «Bnti3o> ailraJiOM^cm «naimx>rr» rjilajicnT ca>£, 
nVfcCOKv^a— 25-2-2009, 3 mfloT. 

ossneA ononvoco c^lca^nlOT^" 

a oacowj^.-26-2-2009, 1 oaoT. 

«s«r«A cnma^ari nnlcciailK#^* ;oma»aij,— 
26-2-2009, 2 ffl«o>L 

ostneol ocn m>.«iJCT> u to'i-™ i jnr> oi1finjm"<Uo> 

jyo osneo ifu^ pu Joj.?,au .m ; . 


Specification with probe Tor skin temperature 
and probe for air temperature 

Temperature control :- 

Should provide Thermal regulation with 
^ highest degree of accuracy 
Feather touch operating panel 
Safety alarm for high temperature cut oil' 
Radiant type with observation lamp 
Tnfra red beater-with highest power output. 
Digital display and tiltablc 
Resolution 6.1° C. 

Accuracy i 0.2° C. 

Alarm—Air temp. v >39 <> G 
Audio visual 

Power failure—-Audiovisual alarm 
. Safety cut oir 

AMien skin lemp. exceeds—38® C 

Air temp, exceeds—39° C Air mode and 

Baby mode. 

Hallogen Examination lamp 

Baby tray should be detachable 

Clear acrylic with Collapsible panel-head 

up/down facility. 

( 2 ) 

No. A2-2445/2008/ICHG. 30th January 2009 . 

Scaled tenders are invited for the supply of 
following item for the use in ICH Kottayan 
The tenders should be superscribed tender No., 
Dati* and addressed to Superintendent, Institute of 
Child Health, Gandhinagar, Kottayam. Tender 
form can be had from the office of the undersigned on 
all working days on written request and payment in 
cash. M.O., Cheque, Draft etc. will not be accepted. 

Cost of tender forms will Rs. 150 + tax for 
original and R s . 100 -|- tax for duplicate. 

Last date and time of sale of tender form— 

2- 3-2003, 3 p.m. 

l*ast date and time of receipt of tender form— 

3- 3-2009, Ip. in. 

Date ami time of opening of tender—3-3-2009, 
2 p. m. 

All other Government rules regarding tender 
are applicable to this tender also. 

ungear. fi>a>rurt<o®0* a.a.aews'' 

<«%(, tflflW i ‘!»U <0*>° <0»0B*gJf>C»£<m £aJAfDOn« 
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f.*s6»»A «o c i.«>nn oojoji 0 ^ 
Anjolai^aj^oro®" astrrb mniA, <ru.\*)B>-o1a»a^rm 
.igjcmloi aroaiwjus^njart 

oal.-olao-.m-.. 6>s«*A nnoo- cn>4tn-i«rirtoaSo ratyirilrrolirji 

mlrm^c fflraar\jriKu^'l(Si usm» 

fUAHib fli£ rrn ‘' aan'laian auna^cmravor.nv*. 
iauOaQ°oo' m^i’&jooatai noj1.fhffl1,fl*£rrr>,'i)£j # 
fts-ntA Oi-»cjoo(BTo»''''>riSr» ailc-i ora^ a><M>srr>nit«Oei£.» 
<h . osanA ' VJ £^ 8 B® 00con 

«ouilAffl»ttcB3 oTOolfo>lgj^d.^:>o^) m'lrocrul 

m#u>1 ao'biiiJow 1 ’ . 



osottft <nJa‘fijy 1 <K>£amnoa osoaigi. ojTbkwjsis 
to-eiiEACn* ml® atflOl^fllKelg. 50 o^ajrci^es 
OA^y m.itig-p-nero '.at 004'Tmieaae/lsb Aijiui'lOfixfln 
aU^tAJATB'^OJo (IaJVIoS T ' l: ^|lj l0.KI.TtiW3-.-n ' . 

tnstre .3 cacao. «o.Tu u au£i?m 1 ’ 150 niA®’. 

mAflhjwlap^ Ain, 0 .y'lm 100 o^a mlAnvAcaj* 
OS^C «80CnBentKIT> a , 

siecraA ancon. oj'ie&aAjcTp.aoaiiTootn 
miaoni}.—2-3-2009, 3 etmt. 

simstoO eonon* *tu iStvi ’.>1400 ,»nnwit 
iWlwBrniwii- "'■a'WUJ*--3-3-2000, 1 j.tm1. 

ossraO en^OM^im vtlraFril&i* auatDOJi.—. 

3-3-2000, 2 ®«n1, 

fis«n*rilocn m>-mjm' , <i33Awj(To aijjuja m 1 ®! 
m u co.-n.a,a^ gya BementCTij* miMJaiJen". 

Name op Item with Sm.oint-vnoxs 


Ilipfltur Diathirmj - 1 No. 

Minimum Bipolar Output Power Sellings 

Coagulation Power—100 walls inlo 123 ohms 
Rated Frequency—1000 KHZ 
Power Supply—230 Volis, 50 Hz 
Power Consumption -125 Watts (Max.) 

Stepless Variation of Power output 
Steady of output at set value even under line 
voltage fluctuating conditions. 

Special Power tr.imformcr for non interference 
with other monitoring equipment. 

Natural cooling without Tan for silent operation 
anti uncalled entry of dust and fumes into unit 
Quick detachable primed circuit boards for 
easier maintenance 

Scries filter protection against low frequency 
leakages. 

T>pe of configuration as protection against RF 
voltage build up. 


Safety compliance as per IEC 601-2-2 

I.inc voltage fluctuation compatibility 

Working Range- Steady HP output—150-233 

Maximum Range—Steady HF output—200-250 
Volts 


Standard Accessories 


Colour coded single pedal foot ssvitch 
Insulated Bipolar Porceps with Cable. 


Institute of Child Health and 

Children’s Hospital, Gandhi Nagar, (Sd.) 

Kottayam-8. Supm*ttnd,nl. - 


TENDF.R NOTICE 


No. S3-3794/2008/IMCH. 3hi Jmmfj 2003. 

Sealed and competitive tenders are invited for 
the purchase of Rexin sheet (ISI Mark/Standared)— 
1000 Metre for the use of Institute of Maternal and 
Child Health Kozhikode. The cover containing 
tenders should be superscribed with tender numbers 
as indicated in else statement below aud should 


be addressed to the Superintendent, Institute 
of Maternal and Child Health, Medical College, 
Caliciu-673 1)08, Kerala. The tenders will be opened 
on 28-2-2009at 11 a.m. in the presence of such of the 
tenderets or their authorised persons who may be 
present at that time. Late tenders will not be 
accepted. 

Tender No.—S3/5794/03/IMCH. 

Approximate cost—Rs. 30,000. 

Cost of tender form (including tax) : 

Original—Rs. 189. 

Duplicate—Rs. 113. 

By post-Rs. 50 (Additional). 

. Closing date and time of sale of tender form— 

26- 2-2009 at 3 p. m. 

Last date and time of receipt of tender form— 

27- 2-2009 at 5 p. m. 

Opening date and time of tender—28-2.2009, 
II a m. 

Date upto which the rates arc to lie firms— 
31-10-2009. 

Intending tenderers may on application to the 
Superintendent, Institute ol Maternal and Child 
Health, M dical College, Cnlicut-8. Kerala will 
obtain the requisite tender forms • in which the 
tenders should be submitted. Application lor 
tender fortni should be accompanied by casli 
remittance as detailed above for a set of tender 
forms, which will not be refunded under any 
circumstances. Tlw tender forms are not tra’nsfarable. 
Cheques. Pottage Stamps, Demand Drafts etc. will not 
be accepted towards the cost of tender forms Tender 
forms will not be sent by V.P.P. Money Order will 
be accepted. If tender forms are to bo sent by 
post by Rs. 50 should be paid additionally towards 
the postage charges. Tender should be accompanied by 
F.MD amounting to one per cent (Round, d to nearest 
one Rupee) of the total cost of the nrticlrs tendered 
for. ’I he tender ri should produce samples of the items 
Brand name nnd Brochures. The tcndTs rlo not 
accompanied by sufficient HMD will not be enter¬ 
tained. The intending tenderers should also ready 
for dcmonitr.ition. 

Further details can bo had from the office of 
the undersigned during office liuurs on any working 
.lay. The undersigned has the right to postpone/ 
cancell the tender process without prior notice and 
decision taken by the Superintendent will be final. If 
the prop.nc.1 tender opening day is fall holiday the 
tender will be opened on the next working day. 

cAotleeifls' e n lull eaunegn 1 ’ 

(oo«.Aa..mil Aao-l”.) “WjAHoia.m'liieW' tWciulra 

onloo Onj). iujou". Caji. maW (1000 ®1nc«) 
oilomTii* onjaj^TTnr.Viar oyivaViloi onnouorjiloa 

“ifooill aAAfiutnuja.o> oaom) y a, i el !UTT^. 

(B0SB.03 rri£A— ojnt 30,000 

odseiomi 0 aucaonrolonto mini (ml.n.jai’lras.iQa) : 

a»iru“au«S—169 ojnj. 

AU--dv|"—113 ®JaJ. 

OToJOeill^-50 0^00 (iTOUl'l-ln). 



onaJOVtoO) 


uaumi# mirw«jan 

(WIbmiIotj. oumcnaij.—26-2-2009, 3 enrol moo. 

assmii mjjl.ool'Boirm «Mimm oiIoksId,, 
nw><oa> 4 .—27-2-2009, 5 *sm1 moo. 4 


aJ "“ ,n "" raJ"09 4 iTT) oiVoroTcui. _ 

28-2-2009, 11 ffitrm. 4 


O 3 wo 0 miooBjAoi C'UoouciAonilojOoleoM* 

flftl atrail—31-10-2009. 

eAnaj3fi-o 4 o.co misflfl. oam'olgigj *aja1tv>i 
*r, 4 9,g1oS arlflajo.iu" mmj) croii-uo®" 

©njfro u ortloo 1 ^g" oi)flO“ oionf>,ian-j> o-aojUiU)"’ 

ooiMUmo'', ao,o*l«o«j9"-3, 0*03. rvjm> oilew nioml si 
(WKwoai”a«Mo»mosm'’. afl»emou 4 o.o» a^Aglol -i.israra 
mlcmrailaiOfl.ij. mntoaOTiij. itooojoo. nniRM-iilaJSI! 
aOflaioou" mjoiVjj’i^jmo^oaifos naiA aiiatnrjaajsi 
Oio7ioil3 4 a0 n$n<aoHB3i9 4 osa'B} miom)l8*<m*nni3 
28-2-2009-m” raiailnei || oimloo” aijoaBtonwura''. 
o»oio,To®n S jmi biSxuooujacs -uaiuxmloaiim-og). 
o*"awmMoM» mmfcjfloaoi* ®s[tom<lMinnai« ®o 

«moOl(TOllt» OOO.IOflfloojflTMJOM. !*VlK» 4 ® 3 flS 
a*"aiotiu” anoooiuaca ojajIiO oo-o^woiolooim 
In i9>cti. mu enatsnjuia pialMinnmacm". oVojo.tu* 

oaooo«iooj 00*1.000, oaitaimortl ruoojsgoijy. oajooj 
*cn, aojoou‘*ooon u mj"oooou 4 *o*, (<u*jao"oot9.c» 
n.jrmlni ai»"CJomj“ aaOMmtantn o/leimenal ouj1*«n 
ooiol'ioifj. itnnocirano) oil.ojl.njl. mjasl ooa»nr” 9 «j 
" n ™sy. jimla-uiMoua mjj1*o1ooj<mmo<m . 
BA"OJO(TU" OoOOO. olojoojlal w%iK»jajeaojA mvuiw* 
ojoiVs'komO 50 ">ioj .kjojowA OBaa»”aj>Mni.mo«m”. 
990®* au»*,]1jKijormaco oooaooot-ru’aif aim* 
“"'Sl^oiBBiwoiWloloa.in.. mlamcmjaBal oAttmrjos 
• »J oMiiom. (Tu.mi 4 »-j» 4a a «uon.* laoono-oo* 
«B«9o. Bi*itoi”<m1m1«Mm.. mgjinm ostr.oia.cn 
mlQmilBojmssioiim-. 

*j 9 4 ra>«fl ruloiflurao. injaijowl miaow** g)e 
i*»nnVro1«i» omomjoMlaia-ri **o 1 awaiJ'TO»i>sm". 
»9tm« msojs1*o. ajonolaiiljyljuooo mlgl 
oitai “9.00010 n) 1 l.-mloi on a 9 B 00 tna 0,1;. aauil9.os- 
oo 4 iojsr®1as o.laail, 1' -nxo.m". 0,5.; i*n.lmja *oocm 
0119005 ostmA n>jnor>im> flnloasil dmoiuilmroarl 
loJ«u 4 oojl 9 o 4 onol*B. Bini) «®s 4 aTO loJOl'‘or »1 
elcumi. mid* Blon”* mnco»,.jTOic»*Hm 01109.1m. 
H10ia1r)l*aj, , 


Institute of Maternal anil 

Child Health, (sd 1 

Kozhikode-8. Sufirhlmlnl. 


TENDER EXTENSION NOTICE 


No. S4/B334/2008- 4tf February 2009' 

Sealed lenders in the prescribed forms arc invited 
for the supply of the following items to Medical 
College Hospital, Kozhikode. 


SI. 

No. 

Name of items 

Quantity 

I 

Fork with wheel 4' 778 



2- 1/2 

ion 


„ C 9/8 

200 


Superscription Tender No.—S4/8334/0B. 


Cost of tender form : 

Original—Rs. 416 + ST. 

By Post—Rs. 445. 

“"d "in' of close of sale of tender form— 
-o-z-zOUv, .» p.m. 

?7 2 2 C?| da '' ' imI ,imr 0f r " eipt of tMdeh- 
Date and time of opening of lenders—28-2-2009, 


Date upto which rates 
31-5-2009. 


are to be firms— 


Address of officer from whom tender form, are 
to br obtained and whom tenders arc to be sent— 
The Superintendent. Medical College Hospital, 
Calicut. 

co.o* 1 a 9 «. 0 ‘:." .iQrui1os.nl c.wlogmopiswi- moo* 
ruomotmm 00009.1 onj^-rnw’lm 1 ' rolWaflra) 
onOanamloS nuleA ookoi'ot assr»oi*t» nairmlnji 
oAsB^onj. “ 


t<*>® - gpnmlaio. 

mnu* 


1 annofl at' rnlisn.' rulol 4" 7/g 200 

2 „ 2*1 12 100 

S_o_ 5 * 9/8 200 

e. 9 B ®'5 a.noo. 1mnrm. 9r.jno *nio ImjQIa-jilni 
“»«•* mold n®ou 4 / 8334/08 ngm>* 0 i J o.“s M anin 
9 j»m 1 ^J 1 o 1 o 9 i.B® marm 1 '. 

9 n me*, a-insoomlonlo nilej B 99 , v mjB 9 B- : 
oomi-rrort.—416 ojnj 

moje«1oi*1—445 oj-ij 

050*4 Bnooo- allol,B*wrTn oranimjoio i® 1 n>.nmo»i. 
oo«s»aij.--26-2-2009, 3 ®ao1. 

bso* 4 9.1ag«* iromnuaio mlnrsnlavi- nur.mnji._ 

27-2-2009, 5 aool. 

osrmd iBiio9«.ifTo «Bi 1 tn)rtn 1 in)i- ausioiajt— 

20-2-2009, II aoo l, 

osir*al«* osansjiro 01 ) 9 . tnjamjej 4 orailn) 1 a 1 o 90 B» 
oilnrsnl—31-5-2009. 

6)50*0 Onnoo. 9.i a jnoo)j- n ura lgji^j- 
rn)nrn>"e.m!',rr. i);Qinr oaoSotlcjairUs—niijl- Ilia 

9*0019005 09.3.|j,n 1 aisiojnJtoil, oaio^ioooai'. 

Medical College, Hospital (Sd.) 

XoihiltOde. SapmnUndrnt. 


TENDER NOTICES 

No. S3-9157/2008. 

Scaled tenders in the prescribed forms 
Medical College Hospital, KozIrikodc-8. 


16th January 2009. 

invited Cor the supply of Refrigerators—220 lies, to 


Supersription Tender No.—S3/9157/08. 

PAG—Rs. 1,20,000. 

Cost ol tender form—Rs. 450 (including taxes). 



Date and time for close of sale of tender forms—27-2-2009 3 p. m 
Date and time for receipt of tender—28-2-2000, 11 a. m . 

Date and time for opening of tender—2P-2-2009, 12 Noon . 

Date upto width rates are to be firms—31-3-2009. 


Address of Officer from whom tender forms are to be obtained and whom tenders 
The Superintendent, Medical College Hospital, Kozhikode. 

oiMT-lcnwas" aacuflMt ca-mssk” matajuisrltaloesaa- ocomt)ionaoiAo._22(l 

rmusurmralm mite site .oncaooralc* mile) onrasVn ossnaajAo, 


irasn.oS ,-o^a— ajnj 1,2(1,000. 


are to 'be sent— 

cfloort mitjojj 


os.T.a * a m, AOso-yn i a 1 a,tl>* omm« mm,4 33,(9157/08 ntjA-snaatm 
svasras unooosrolortfc, oOei —ojoj 450 (mlA;u.1tws*».). 

«ssm4 000,0. nflrteajrm ewtiooom mlm-mlmj. mjaoacuj—27-2-2009, 3 sml. 
030*4 Aloam. Sttimom «to»9taj. <niaamj J ._ 2 3.2-200'i asaflaet 11 ®cmi, 
ossrafl iOioa« 4 m> o/tras«1<»4. troacpoij.—28-2-2009 Sjjco 12 sml. 

oasraonm ojoesjnn oiIiomjaco (ojssuujaailniWaMiTa minsnO—31.3.2009,’ 

030*4 0oOJo^^na i OT”4' «•>*>»”wimjwo aaskuiajjnu,. 


mjwjoJltml, oao« 1 « 


-n>ito 




No. S2/13145/2008 . 24th Jmmj 2000 . 

Sealed tenders in the prescribed forms are invited 
for tlie Supply of Sevoflurane 250 ml.—70 Bottle 
to the Medical College Hospital, Kozhikode. 

Superscription Tentler Number—S2/I3145/2008 

Price of tentler form (including ST.)—Rs. 450. 

Last date and time of close of sale of tender 
forms—26-2-2009, 3 p. in. 

Date and time for receipt of tender—27-2-2009, 
5 p.m. 

Date and time for opening of tender—28-2-2009, 
1 p. m. 

Date upto which rates arc to be firms— 
31-7-2009. 

Address of Officer from whom tender forms are 
to be obtained and whom tenders are to be sent— 
The Superintendent, Medical College Hospital, 
Kozhikode. 

«*nn««os u or.ouloool oAongts" w*o»JoJt*l 
m1aoi.aa° omiooroac"g^o<i>o>i (250 ml.)—70 oauisioJ 
ojlnaaan. oaitajrmmltn" m1ta“oft(iti onnoaonloS 
ftulrt o.'iitci ’ .1, osono^ACa Autml^oAOag^an^, 

«sn»* msw'Mjm, Atuonmjin 4 o, B 1.A ossmA 

m<ru4 a®oo"2/!3l45/08 o®ro" aijA'maotnl 
AOsmlgfl sleosm.. 

ossra4 aoaooamlsmt, nllej (artA^mltnsAa.)— 
oioi 450. 

OSOI84 onoaoo niloSdwjfto ismuiuom uVanlw]. 
croaa>nj}_;26-2-2009, 3 man). 

ostro4 aI 051ns ooulrtuom tail ®e»1 con. 
aeatni-ujo—27-2-2009 ootuajeonra. 5 asm! . 

ossrwA nojoglooKm atlromlasi. cuauMji 
28-2-2009, 1 asm!. 

assroolrt ojotnjtm mlraoojAO. toJOsnieijam 
eslfflloosiem oilta.nl —31-7-2009. 


asout o*m>n. aIsjoiotj. oJjaliylaj" «ramOT”a.M 
tnjsnjatTO tiEHtuloiKTO—mil Injun” aatuilaaoS 
0AM 8 l»« a^tajaJlMl, OA0»1e,M,0S"-8. 


Medical College Hospital, 
Kozhikode. 


(Sd.) 

Su/Hnnlnjtnt, 



